









  
    
    
    
    
    
    
    
    
    
  
  
  
  
  


This EPUB was converted from a scan of the original printed edition of
TM 11-2524 Oscillator I-151-A (1944),
published by the U.S. War Department.

The conversion from the scan may have introduced small errors in
complex tables or equations, so engineering and artillery data should always be checked against
the original files, which can be found at www.trex-arms.com.
T.REX ARMS is not affiliated with or endorsed by the U.S. War Department.
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TM 11-2524, Ocsillator I-151-A, is published for the information and guidance of all concerned.

[A.G. 300.7 (22 Jun 1944).]

BY ORDER OF THE SECRETARY OF WAR:

G. C. MARSHALL, Chief of Staff.

J. A. ULIO,

Major General,

The Adjutant General.



DISTRIBUTION:

Armies (Sig) (5); Corps (Sig) (5); SvC (Sig) (5); Depts (5); Def C (2);** Arm & Sv Boards (2); Sig C Rep Shs (2) ASF Deps (Sig Sec) (2); Sig Deps (Oversea); (10); Gen Deps (Sig Sec) (10); PE (2); Sig C Inspec Zones (2); Sig C Proc Dists (2). **Symbols: IBn 11 (2); IC 4 (10); IU 4 (4); IC 11, 44 (4).

IBn 11: T/O 11-400, Sig AW Orgn, Bn Hq (A).

IC 4: T/O 4-260-1.

IU 4: T/O 4-232; 4-240.

IC 11: T/O 11-107; 11-237; 11-287; 11-400, Sig AW Orgn (B) Co, Hq Team; Rad Rep Plat; 11-500, Sig Sv Orgn (EC) Rad Maint Team; 11-587; 11-592; 11-597; 11-617.

IC 44: T/O&E 44-16; 44-17; 44-116; 44-117; 44-138.

(For explanation of symbols see FM 21-6.)
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